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B 98.01.14 | 3.180 WAS 3.230, ADD CHAMFER 
RELEASE) Bi Ed 02.06.13 | Reouce CHAmren Pen TSR 124Gb. 
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MATERIAL: 6061—T6 (WW-T-700/6) OR 5052—H32 (WW-T-700/4) 
0.375 DIA 0.058 WALL 
TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED 
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